THE UNION NEWS CO, 


WRIGLEY BUILDINGS, SOUTH AND ~ 

NORTH SECTIONS, CHICAGO £ 

The Wrigley Building is located on the plaza ^ 
at the North End of the New Michigan Blvd. 2 
Bridge. The main part of bldg, is 210 feet ^ 
high and on top of the 16 stories rises a 188 =>’ 

foot tower, making the height of the entire « 
structure 398 feet. An observatory in the tower £ 
affords a comprehensive view of Chicago and ~ 
its Lake Front. It covers an area of about * 
32,000 square feet. ° 
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